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Responsive to aoendciorit filed Get* 20* lfh9» 
Claina 2 and 3 are again, rejected as presenting 
no patentable distinction over the 1937 patent to Frledn&n* 
This patent discloses a conventional current source, 
cryptographic switches and rotors in FI. euro 7 which 
provide a plurality of variable electrical paths* end 
contacts at 171 and 33 1 * another switch at 10 for sel- 
ecting a contact such as 23 at one end of the series, 
a signalling device in the fora of a register at 13 
associated at lip with each of the contacts at the top 
end of the series, and nea ,3 shorn in Figure 3 for varying 
the significance of the energisation of the signaling 
device 13* If the operator desired to use the patented 
apparatus otily as an authenticator as applicant does*: he 
would need to use only a portion of the ten keys 11* 

Also, he could disconnect or incapacitate aotr.e of the 
keys or connections* This is all that applicant appears 
to have done in this respect because all plugs and jacks 
99* and 93" arc available in' the present device if one 
desired to noke use of then* Iheroforo, the selection 
of Only some of the contacts in the patent by using 
only part of the available contacts 11 of the switch 
10 would not anount to patoniabl© invent i- a* In the 
absence of any structure recited in the elalns w..ich 
is specific to applicant’s particular apparatus, the 
clairas arc clearly anticipated by the Frledr.ian patent* 
Approved for Release bv NSA on 07-29-2014 pursuant to E.Q. 13529 
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Claim 5 is rejected on the 1937 parent to 
Friedman in view of the 1953 patent to Friedman# Tho 
U3e of a two position switch to cause current to flow 
in separate lines according to the position of tho 
switch is such common practice as not to he considered 
Inventive, Also, such an ide&Ss shown at 11 in the 
1958 patent and 67 in tho 1937 patent* 

In line 7 of claim. 2, the word — •<■* tho 
should appear before “contacts” » 

Glairs 5 la objected to as containing no 
antecedent basis for “another switch” in line $ and 
for “said 1*0 tor stepping doviao” in line 9* 

Claims 2, 3 and 5 s::and rejected* Claim 
6 appears allowable* 

The above rejected is hereby made FINAL* 
With reference to any further action that 
may be taken in thi3 case attention is directed to new 
Rules ll6 and 121-195 “ow in force# 
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